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1953 visited United States as Leader, Exchange
Programme, U.S.A.I.D. Regentfor India of the American Col-
lege of Chest Physicians.
Dr. R. Viswanathan  was entrusted with the responsible
*
job of investigating the cause of an epidemic of infective hepa-
titis in Delhi in 1957 - 58. He used his ingenuity in disclosing
the culprit factor which was a leak of drainage pipe into
Najafgarh nallah, a source of drinking water. This led to feco -
oral contamination.
1963  President, 8th National Congress on Diseases of
Chest.
1964 Emeritus Scientist, Couricil of Scientific and Indus-
trial Research (CSIR) and Professor, University of Delhi.
November 1974 he organised World Congress on Asthma,
Bronchitis & conditions allied, in New Delhi.
He published over 150 scientific papers in National and
International journals. He was the author of seven books.
Fellow :
Elected Fellow of Indian National Science Academy, 1969.
American College of Chest Physicians. Academy of
Medical Sciences, India. Indian Association for Chest Dis-
eases. Indian Science Congress Association.
Awards and Honours:
Padma Bhushan; Honorary Physician to the President of